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Banks Mitre Clamp 


PATENTED 


No Fussin’ No Cussin’ 


HANDY AS A HANDSCREW 
SELF-ADJUSTING 
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$3.50 Each = == = = 
Fig. A. Aluminum 
Head, for hold- 
ing wood strips 
to protect fin- 
ne ished surfaces. 


$36.00 Per Doz. 





236 
Wood workers realizing the difficulties in clamping mitre joints will ap- 
preciate this simple mitre clamp. Stock of any width and thickness and joints 
up to 45 degrees can be readily brought together with this clamp. 
oo castings are made of the best malleable iron, the, screw of cold rolled 
steel. 


